friends went into the office to see what was going
on, you know, because it might concern the rest of
us,   too;   so we just, you know, we went in and then
I just kind of stayed in the tack and listened to
him talk.

Q.     Do you recall what the incident was that they
were called in about?

A.     I believe it was about the gas well at  the time.
Q,     Was  there a grievance filed over the gas well?
A.     Yes,

Q.     You say you heard Pulice using some pretty choice
language directed at Dickey?

A.     Yes.

Q.  Did he accuse Dickey of being the instigator of
this thing?

A,  He said something to that effect*

Q.  Then somewhere along the line, you also heard him
say to Dickey that 1 will fire you if it's the last
thing I do?

A.  Yes; he did say that,

Mr.   Litton stated that he partlcpated in the grievance filed over
the miner cable   (exhibit C-6),  and he indicated that he has never had any
"encounters" with Mr.   Pulice and had  chosen "to stay away from him
whenever  I could"   (Tr.   358).

Bruce G.   Diges,   testified that he is  employed at the mine and that
he worked with Mr.   Dickey when he was there for about a year as Mr.  Dickey's
miner helper.     He described Mr.  Dickey as being "very safety  conscious",
and would always  check out his machine  (Tr.  362).

Mr.   Diges  confirmed that grievances were filed over  the miner
cable and gas well,  and  that as a result of these  Incidents Mr.  Dickey
wa3   threatened by mine management  (Tr.   364).     He stated  that at the
grievance meetings  in the mine office Mr.   Pulice advised his  crew that
he   "was  going to break us up",   that   "he will  fire us if he can",  and
that he proceeded  to argue with Mr.   Dickey and they were cursing back
and  forth   (Tr,   365).     Mr.  Diges also indicated that Mr.  Pulice indicated
to him that he should sever his relationship with Mr.  Dickey,  and that if
he  didn't  "I would be  fired"   (Tr.   369).

531He stated that Mr. Dickey was not afraid to
